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E.O. 11652: N/A 
TAGS: EAGR, US, RP 

SUBJECT: SECY. BUTZ' EAST ASIAN TRIP 
REP: USDA FAS 192035Z MAR 74 

1. FOLLOWING TEXT FAS MESSAGE NOT SENT THROUGH STATE AND 
APPARENTLY NOT CLEARED BY STATE: 

"1. SECRETARY WILL HAVE PREPARED ARRIVAL STATEMENTS 
AT ALL LOCATIONS, ALTHOUGH UNDERSTAND THEY MAY NOT BE 
NEEDED IN HONG KONG AND TOKYO. 

"2. EXPECT SECRETARY TO MAKE PREAPRED SPEECHES IN 
HONG KONG APRIL 8 AND AT TOKYO PRESS CLUB APRIL 17. WE 
WILL HAVE ADVANCE TEXTS ON ARRIVAL, WITH ASSUMPTION THIS 
PROVIDES ADEQUATE TIME FOR TRANSLATION IF NEEDED. 

"3. WHERE ACCEPTABLE, WISH TO HAVE PRESS CONFERENCE 
OR OTHER SCHEDULED PRESS MEETING, PREFERABLE TO INDIVIDUAL 
INTERVIEWS REQUESTED BY REPORTERS IN ABSENCE OF PRESS 
CONFERENCE. WHEREVER PRESS CONPERENCE WILL REQUIRE 
INTERPRETER, PLEASE ARRANGE FOR SIMULTANEOUS INTERPRE- 
TATION OF HIGHEST QUALITY, WHICH FAS PREPARED PAY FOR." 

2. COMMENT: ASSUME DEPARTMENT WILL CLEAR PREPARED ARRIVAL 
STATEMENTS AND THAT WE WILL HAVE TEXT IN ADVANCE TO 
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FACILITATE LOCAL RELEASE. 
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